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Sec. 120. It shall be the duty of all persons, firm, or corporation sending or 
shipping milk or cream in cans into the city of Johnstown to be sold therein 
to have stamped or stenciled in plain lettering his, her, their, or its name or 
names and residences on each of said cans in some prominent place so as to 
be easily seen. 

Milk— Tuberculin Test of Cows. (Res. 54, May 12, 1914.) 

Resolved by the council of the city of Johnslotcn, That it is the sense of 
council that in the matter of making the examination of cows whose milk 
is offered for sale in the city of Johnstown, that certificates made out and 
sworn to as required by section 102 of ordinance 20, will be accepted if the 
required examination and tests have been made and the certificates sworn 
to by a veterinarian recognized by the authorities of the Commonwealth of 
Pennsylvania. 

Privies and Cesspools — Care and Disposal of Contents. (Ord. 20, Mar. 17, 

1914.) 

Sec ISO. No privy vault or cesspool for sewage shall hereafter be con- 
structed in any part of the city where a sewer is at all accessible, which shall 
be determined by the board of health ; nor shall it be lawful to continue a 
privy vault or cesspool on any lot, piece, or parcel of ground abutting on or 
contiguous to any public sewer within the city limits. The board of health 
shall have the power to issue notice, giving at least three months' time to dis- 
continue the use of any cesspool and have it cleaned and filled up. No con- 
nection for any cesspool or privy vault shall be made with any sewer; nor shall 
any water-closet or house drain empty into a cesspool or privy vault. 

Sue. 181. In rural districts, or districts where no sewer exists, privy vaults 
shall not be located within 2 feet of party or street line, nor within 20 feet of 
any building. Before any privy vault shall be constructed, application for 
permission therefor shall be made to the board of health; and such privy 
vault shall have 9-inch walls, constructed of hard-burned brick or stone laid 
in cement mortar, or of concrete, with bottom and sides cemented so as to be 
water-tight ; size to be not less than i feet in diameter and 6 feet deep. 
******* 

Sec. 205. All privy vaults, cesspools, or reservoirs shall, from the 15th day of 
May to the 15th day of October, be thoroughly disinfected once every month, 
and all vaults, cesspools, or reservoirs becoming offensive or injurious to 
health shall bo cleaned. But it shall not be lawful for any person except a 
licensed privy cleaner to empty or clean any privy vaults or reservoirs. 

Sec. 200. No privy vault, cesspool, or reservoir into which a privy, water- 
closet, cesspool, stable, or sink is drained shall be constructed, dug, or per- 
mitted to remain within 50 feet of any well, spring, or other source of water 
used for drinking or culinary purposes. Nor shall such vault be built or per- 
mitted to remain at any place where the bottom of same shall be higher 
than any spring or well. 

Sec. 207. Where a privy vault or well is to be abandoned it must be cleaned 
by having its contents removed and thoroughly disinfected by a licensed 
excavator, who shall notify the board of health before and after the well has 
been cleaned to the bottom and filled with fresh earth. 

Sec. 208. Every person desirous of being licensed to empty or remove the 
contents of privy wells and sinks within the limits of the city shall make appli- 
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cation in writing to the board of health, who, on being satisfied with the char- 
acter of the applicant and the security and tightness of his carts, shall grant 
him a license for a period of time not exceeding beyond the 1st of January next 
following, and for such license so granted he shall pay to the board of health a 
sum at the rate of $25 per year; and whenever any such person shall desire, 
under his license, to empty or cleanse any privy well or sink he shall first obtain 
from the board of health a permit to do so. at which time he shall furnish to the 
registrar the name of the owner, agent, or occupant of such property as shall 
so employ him, to be mentioned in said permit and recorded in the office, and 
he shall also state where the contents of such privy well or sink shall be de- 
posiied and shall disinfect the euiply vaults. 

This permit shall give the possessor the right to remove the contents of the 
privy well, cesspool, or sink within Ave days from the date of issue and shall 
slate the number of the slreet or alley, location of the said privy well, cesspool, 
or sink, the owner's name, and also the name of the scavenger. The work done 
between the 1st day of May and the 1st day of November shall be done between 
the hours of 10 p. m. and 5 a. in., aud during the other six months of the year 
between the hours of 10 p. m. and (> a. m. 

>Si:c. 20S>. Charges for the removal of the contents of privy vaults, wells, cess- 
pools, or sinks must not exceed l."i cents per cubic foot solid measure. 

Garbage, Refuse, and Ashes — Care and Disposal. (Ord. 20, Mar. 17, 1914.) 

Sec. 210. That for the purpose of these rules and regulations the word 
"garbage" shall be held to include all kitchen and table refuse, all general 
combustible waste, as paper bags, pasteboard boxes, berry boxes, and every 
accumulation of animal and vegetable matter that attend the preparation, decay. 
dealing in, or storage of meats, fish, fowl, game, or vegetables, but not dish or 
waste water or slops of any kind. 

The term "ashes" means ashes from wood and coal. 

The term ''miscellaneous refuse" means broken glass and chinaware, empty 
tin, fruit, or vegetable cans, bottles, and like refuse. 

All ashes before being removed from any premises within the city of Johns- 
town shall be moistened sufficiently to prevent dust arising from (he same while 
being loaded and hauled through the public highways cf the city of Johnstown. 

Sec. 211. Every resident householder, tenant, hotel keeper, boarding-house 
keeper, wholesale and retail dealer, and also all parties anil persons occupying 
dwellings, including all persons and corporations keeping or offering garbage for 
collection, shall provide for the storage of their garbage a water-light metal 
receptacle, and to bo kept so. with two handles and a tight-fitting cover, and 
holding not more than 2 bushels. Such receptacle shall be thoroughly cleaned 
after it has been emptied by the collector. The above-said persons and cor- 
porations shall also keep, or cause to be kept, separate receptacles for ashes and 
miscellaneous refuse. These vessels shall be of a capacity of not less than 1 
bushel nor more than 2 bushels. They shall be kept in the rear of the house or 
in the basement or passageway or shall be put in such places for the convenient 
collection of their contents prior to the time set as hereinafter provided for the 
collection of the same from the respective premises. These vessels or recep- 
tacles shall not be placed or kept at any time upon the street, alley, sidewalk, 
or any other public place. They shall be accessible to the collector when called 
for, and each owner or occupier of any dwelling or premises shall provide such 
vessels or receptacles in sufficient numbers to contain the garbage, ashes, aud 
miscellaneous refuse cast off from said premises between the times for collection 
of tbp same. All garbage must be kept separate from ashes and miscellaneous 



